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THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 
THE APPRAISAL OF CONTENT IS TENTATIVE. 

(FOR KEY SEE REVERSE) 
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A new ward for cancer therapy, Spitalul de Cancerologie, has been opened at 
the Spitalul Filantropia in Soseaua Kiseleff, Bucharest. The ward is equipped 
with X-ray installations, installations for short-wave therapy, et cetera. 


SECRET/f 


25X1 


STATE 

X (army 

X 

NAVY 

T 

AIR 


FBI 


AEC 

n 


i 

n 

_ 



(Note: Washington Distribution Indicated By "X"; Field Distribution By 


Approved For Release 2003/11/19 : CIA-RDP80-00810A001 400570005-9 







